Fig. 15     Schematic Diagram of Design Process with Inadequate Detailing
Standards

Three possible approaches widely varying in concept can be employed

(88)
to reduce the risk of progressive collapsed    '

1.      Eliminate the hazards which cause local failures (e.g.,
elimination of gas installations in multistory buildings,
as has been done in France).

2.      Design the structure so that the hazard does not cause
any local failure (e.g., 5 psi gas explosion load require-
ment initiated in Great Britain).

3.     Allow the local failure to occur but design the structure
so that progressive collapse does' not occur (ensure an
alternate path for the load).

-24-as the result of the inability of the structure to bridge
